A DREAMER OF WONDERFUL MUSIC

Beethoven was fond of the countryside, and especially of woods; and, before his sense of
hearing failed, delighted in listening to the song of the birds. This great German composer is
described as being a very ugly man, but the face in the portrait reproduced above gives one
the impression of tremendous strength of will and force of character. Beethoven died in 1827.
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